EDINBURGH CASTLE, here seen from the old town, occupies a very important place in
Scottish history. In the buildings on the immediate left of the rounded battery is the hall
in which, long ago, the Scots Parliament used to assemble. Here, too, are the rooms in which
Queen Mary lived and here was born her son, James VI of Scotland, and James I of England
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